R te C Hook Test F 
~JART emote Cargo Hook Tes orm, 


AEROSPACE 


**MAKE SURE YOU ARE USING THE CORRECT TEST FORM FOR THE CORRECT SOLENOID!** Old SOLENOID (H2817-024) 
Work Order Customer 


Serial Number Date 


# of Load 
No "n . 


Static Hold Hold for two Minutes and reduce load to zero 
Electircal, 25 volts "hang ups" permitted 
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Test Conducted By: Signature: 
Technician QC 5 Small FAB / QA 
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